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|S repetitive manufacture actually 
proving its value to buyers of 
power apparatus? Here's an industrial 
example that shows what can be 
accomplished when systems are planned 
with RM-listed units in mind. 

To serve the 450-acre floor area of 
an important aircraft plant, electric 
power is distributed by a load-center 
system. Sixteen “double-ended” G-E 
onit substations, aggregating 30,000 


Buy all the BONDS you can 
—and keep all you buy 
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kva, form a uniform and repetitive 
pattern throughout. 

Vitally important savings in time 
and in materials were achieved in this 
installation. They were made possible 
to a considerable degree by the use of 
standard units. The first cost of each 
substation was significantly lower than 
if each had required special design 
and custom manufacture. Uniformity 
brought down installation and service 
costs as well. All the gains were greater 
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SEE HOW AN 
INDUSTRIAL Ply) 


MULTIPLIED 
SAVINGS 


with RM - listed 


unit substations 





In this secondary-selective, factory lood- 
system, primary distribution is at 13.8 ty, 
voltage being stepped down fo 4807 
at the load centers.(Above) — typical do 
ended unit substation (1000 kyo). 


per unit, because so many units w 
supplied. Many installations like 
will bring about lower market prices 
Repetitive manufacture will ¢ 
help make possible similar savings 
light and power companies. In plomi 
tomorrow's distribution systems, 
not investigate the opportunities 
similar economies in time and expert 
You'll find G.E. ready to work 
you all the way. General & 
Company, Schenectady 5, N. Y. 
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Frees Funds, Tells 
Co-ops to Start Building 


000,000 Backlog Is Available for Co-ops That Can Qualify under 
ded U-1 Which Allows Minor Plant Additions Where Net Material 
+ Does Not Exceed $25.000—Lack of Material a Handicap 


Rural Electrification Administra- 
has freed funds making up a $100,- 
10 construction backlog and urged 

than 900 cooperative borrowers to 
» work immediately on what it 

j “the biggest power line con- 
tion job in history.” 
ting Administrator William J. Neal 
od the go-ahead after the Office of 

Utilities amended order U-1 to 

construction of minor plant ad- 
ys without specific approval where 
net material cost does not exceed 
000. 

al asserted that much of the con- 
ction represented by the $100,000.- 
backlog for which loans have been 
dcan proceed as rapidly as manu- 
ers can deliver materials and the 
ps can hire labor. 
tent to which co-ops will be able 
roceed under the $25,000 limitation 
not immediately clear, depending 
the amount of the backlog which 
tained in single projects requir- 
materials valued at less than $25,- 

An REA official estimated that 
000,000 worth of the backlog is for 
ribution facilities, but some of the 
owers are co-ops which have not yet 

ucted any line. These co-ops will 

imited to building $25,000 worth of 
oly unless they can get specific 
approval for larger projects. 

1 OWU official estimated that it 
take a year for the material situ- 
h to catch up with the utility con- 
tion which is allowable under the 
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recent amendment to U-1, and indicated 
that, because of this material shortage, 
OWU probably will not approve many 
line construction jobs in excess of the 
$25,000 limit. 

Although U-1 retains the- prohibition 
against subdividing jobs to bring them 
under the $25,000 limit, as many con- 
tinuous extensions as a co-op chooses 
to build are allowable, provided none 
exceeds $25,000 in material cost. Thus 
co-ops which have lines in operation, 
will be able to build numerous ex- 
tensions off existing lines, their length 
limited only by the $25,000 ceiling. 

One REA official estimated that rais- 
ing of the minor plant addition ceiling 
to $25,000 would allow the construction 
of about 40 miles of distribution line 
per project. It was emphasized that the 
estimate is entirely an empirical one 
and subject to broad variations depend- 
ing on area, climate, labor supply, line 
loading and other factors. The 40- 
miles-per-project “guess” was based on 
the fact that pre-war REA distribution 
line costs averaged about $800 per mile, 
with materials consuming about three- 
fourths of this figure. On the basis 
of pre-war costs, $25,000 allowable for 
line materials would allow an overall 
project cost of perhaps $32,000, which, 
at $800 per mile, would mean about 40 
miles per project. 

The amendment to U-1 will, however, 
definitely increase line construction by 
cooperatives, not only because of the 
boost to $25,000 in the minor plant 
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addition ceiling but also because of the 
accompanying revocation of supple- 
mentary order U-l-c, which has re- 
stricted rural extensions heretofore to 
those which could qualify on the basis 
of animal units. 

Many rural dwellers close enough to 
existing lines to be served under the 
$25,000 limit who could not qualify on 
an animal unit basis up to the present 
can now expect service from coopera- 
tives, it was indicated. This type of 
construction is expected to be particu- 
larly widespread in the South, where 
the animal unit rule has, according to 
REA people, mitigated against many 
farmers whose basic crop was cotton 
and who raised relatively few animals 
or fowls. 

Elimination of the requirement that 
specific approval be given all rural lines 
longer than 5,000 feet also will spur 
the construction of remaining short ex- 
tensions. 


$25,000 Limit May Be Exceeded 
While OWU is expected to look with 


reserve on applications to exceed the 
$25,000 ceiling, it was learned that 
where projects can be demonstrated, on 
the basis of the old animal unit criteria 
of U-l-c, now revoked, to be of con- 
siderable value in food production, they 
may be granted even though they exceed 
the $25,000 limit by a relatively small 
amount. OWU will tend to approve 
above-ceiling projects, however, only 
where there is good reason for doing so 
and where such approval will not 
needlessly confuse the material supply 
picture. 

In announcing the go-ahead, Neal 
said co-ops already are applying for 
loans from the $80,000,000 authoriza- 
tion contained in the 1946 Agriculture 
Appropriation Bill recently passed by 
Congress. These funds, he warned, do 
not become available until July 1. 
Funds in the $100,000,000 backlog are 
available immediately. 
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Santee-Cooper Asked 


to Explain Contracts 


The South Carolina House of Rep- 
resentatives has ordered the Santee- 
Cooper Authority which operates the 
state-owned hydroelectric and naviga- 
tion system to explain why contracts 
have been awarded “without advertis- 
ing for bids.” 

The resolutiom said that the author- 
ity was created by the legislature and 
was subject to its will. “Thus is imposed 
upon the legislature the responsibility 
for its honest and efficient operation. 

“The authority has contrary to pre- 
cedent and good practice awarded large 
contracts without advertising for bids, 
thereby depriving the state of the full 
competition among bidders, and so 
depriving a large number of contrac- 
tors of the opportunity of competing 
for this work.” 

The resolution asked the authority to 
give the following information: All 
contracts exceeding $5,000 which were 
awarded without advertising for bids, 
an explanation why advertising was 
stopped, names of awardees, contracts 
and type of work, a full statement on 
damage to slopes, copies of correspon- 
dence, estimated cost’ of complete 
slope damage and what efforts had 
been made to recover from contracting 
engineers or their surety. 

Damage to the slopes on the reser- 
voir, the resolution said was a menace 
which might result in property loss to 
the state and “possible loss of life.” 


Los Angeles to Sue WRA 
for $153,212 Electric Bill 


Los Angeles Board of Water and 
Power Commissioners instructed City 
Attorney Ray L. Chesebro, May 8, to 
file suit against the War Relocation 
Authority for $153,212.02 for electric 
services at Manzanar, the Japanese re- 
location center in Owens Valley, 222 
miles northeast of the southern Cali- 


. fornia metropolis. 


The Federal Agency has refused to 
pay electric bills at the Japanese camp 
since it was established early in 1942. 
Its representatives contend that the 
camp would be granted lower rates, if 
it were in Los Angeles, because of its 
large consumption of energy and, as a 
consequence, it should be granted a com- 
parable low rate at its present site. 

The Los Angeles Department of 
Water and Power rejected a compro- 
mise offer of $100,000. Heads of the 
Department maintain that the WRA 
should pay under existing rate sched- 
ules applying to all other consumers in 
Owens Valley. 


~ 


THIS WEEK’S NEWS BRIEFs 


AVERAGE AGE of the 23,544 active em- 
ployees of the Consolidated Buison Co. 
System on December 31, 1944 was 45.4 
years; five years ago it was 39.6 years. 
Percentage of employees over 40 rose 
to 71.4 percent from 45.2 percent five 
years ago. Eighty percent or 18,799 
employees have been with the system 
companies more than 15 years. 


Hance H. CLetanp, president of San 
Diego Gas & Electric Co., has written 
over 2,500 personal letters over a three- 
year period to the 200 or more em- 
ployees of the utility on military leave, 





but not with the pencil which he is 
using here. The giant pencil is from the 
collection of an employee, Marvin E. 
Musgrave. 


TAMPA UTILITY BOARD has $75,000 
which it wants to give back to former 
customers if it can find or interest them 
in following the regular refund pro- 
cedure. The money is all that remains 
from the $1,620,000 impounded during 
a rate contest which lasted from August, 
1940, until February, 1943. Outstand- 
ing claims range from 2 cents to $45. 
More than 1,200 persons still entitled to 
refunds are in the service. 


A 50-YEAR OLD, type H, General Elec- 
tric Co. transformer after being used on 
the line for years is now being used by 
the Gallitzin Electric Co. to thaw water 
pipes. The 50-kva. transformer, which 
has taps for 2,300/36/24/12 volts. 
still has the original primary; the sec- 
ondary is made of 12 turns of 2 by #z-in. 
copper strip. The primary leads are 
No 4 copper with street light plug type 
switches. The secondary lead is 500,000 
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utes, 100 ft. of 4-in. pipe in 23 mi, 





















































cir. mil. with Schweitzer & Conrad 
connect for switch. The a)paraty, 
thaw 100 ft. of 34-in. pipe in ten 


CoMMONWEALTH EpISsON emp), 
were awarded $3,339 last year {o;; 
contributing to better customer sen: 
accident prevention, improved wor; 
conditions and operating econoy: 
according to Alex D. Bailey, vice», 
dent and chairman of the company 
gestion committee. 

Out of the 1,604 recommendg; 
submitted, 1,390 were acted upon, ( 
fourth won cash awards. 


A winner in the Georgia Power 
Better Home Town Letter Writing ¢ 
test wants his home town to come wy 
the ideal town described in his win 
letter. He is Lt. John W. Rom 
Sparta, who has offered the Lions 4 
of that city his $500 war bond prix 
the club will raise $5,000 to erey 
community house. 


SEVERAL HUNDRED DRAWINGS damay 
by water in a fire at the Homelite ( 
plant, Port Chester, N. Y., were g 
vaged from a wrinkled condition (ai 
being dried out) through the cooy 
ation of the Greenwich office of { 
Connecticut Light & Power Co. 
utility loaned an electric ironer froni 
display floor for this purpose. 


THIRD OF HIS FAMILY to serve ont 
board of Hartford Electric Light 
is Vice-President Ralph D. Cutler. i 
father and grandfather were cat 
members. 


38 GERMAN PRISONERS of war ¥ 
employed by the Eastern Shore Publ 
Service Co. to work in a tree trimmi 
group which cleared a wooded are 
miles long and 150 ft. wide along! 
right of way for a line from Delna 
Del. to Vienna, Md. 


Tue 151-Mice Lake formed by Gra 
Coulee Dam has been named “Frank 
D. Roosevelt Lake” by Interior 
tary Harold L. Ickes in tribute to 
late president. The lake stretches ie 
north central Washington to a point) 
across the Canadian border. 


Inptans of the Quinault tribe 
Washington want electricity, and Me 
are going to get it from a Public Ut 
District if the tribesmen are Wi 
to dig the post holes and clear the nz 
of way. 


idependent REA Seems 
Assured by Senate Action 


le Opposition in Upper Chamber to Shipstead Amendment Freeing 
from Agriculture Department—Agency to Get $505,000,000 Loan 
1 for 4 Fiscal Years—$15,000,000 Allotted to Co-ops for Planning 


he Rural Electrification Administra- 
was halfway down the road to be- 
ing a billion-dollar, independent 
mment agency this week after the 
ate passed with virtually no opposi- 
the Lucas Bill and its Shipstead 
pndment. 
Inder the bill, introduced by Sen. 
Lucas, Illinois Democrat, REA 
uthorized to make loans totaling 
00,000 yearly in the next three 
ial years for planning of REA 
jects; loan funds totaling $505,000,- 
for the fiscal years of 1945, 1946, 
7 and 1948 were authorized; and 
4 was reestablished as an inde- 
dent agency, removed from control 
the Agriculture Department under 
ch it has been since mid-1939, 
Debate on the measure was limited 
ncipally to the wisdom of authorizing 
much as $200,000,600 in loan funds 
fiscal 1947 and 1948, and to 
ther or not the planning authoriza- 
» would allow REA to pre-empt 
ng power systems. 


Co-ops Support Independence 


Passage of the act with the Shipstead 
ndment, freeing REA from the 
riculture Department, followed a 
end of activity by two cooperative 
anizations both of which favored 
ependence. First to circulate among 
mbers of Congress demanding inde- 
ndence was the National Committee 
the Independence of REA, headed 
Ansel 1. Moore, manager of the 
tk Border Electric Cooperative, of 
plar Bluff, Mo. 
This committee, outgrowth of a fac- 
n of the National Rural Electric 
perative Association which at- 
npted unsuccessfully to win approval 
a resolution demanding REA’S in- 
pendence at N.R.E.C.A.’s Jast annual 
bvention at San Antonio last January, 
ved into Washington in force last 
tk and, after consultation with Sen. 
nrik Shipstead, Minnesota Republi- 
m, and author of the independence 
hendment, set out to convince sena- 
sand congressmen of their cause. 
Also favoring independence was 
EC.A. itself, which has been skirt- 
§ the issue for months. N.R.E.C.A. re- 
tly began a survey of all REA coop- 
Buves on the independence question 


and planned to take action on results of 
the poll at a meeting of its directors in 
July. First 300 returns showed a 15-1] 
margin for independence, according to 
Sec. Avery C. Moore of N.R.E.C.A.; so 
N.R.E.C.A. jumped on the bandwagon, 
which by then was rolling along under 
momentum of the National Independ- 
ence Committee and of the Senate Agri- 
culture Committee’s 13-6 vote in favor 
of the Shipstead Independence Amend- 
ment. 

Ease with which the measure sped 
through the Senate was impressive. At- 
tempts to free REA had consistently 
come to naught during the life of the 
late President Roosevelt who trans- 
ferred REA to Agriculture in the 1939 
federal reorganization. Considerable 
conferring with President Truman by 
both sides had been done in recent 
weeks, and Lucas attempted to have the 


, Agriculture Committee await further 


word from the President before consid- 
ering the Shipstead measure. In this 
week’s debate, however, opposition to 
independence was so beaten down that 
Lucas, leader of the opposition and 
primarily responsible for its failure to 


pass before this, said he did not care 


whether or not REA were made inde- 
pendent. 

In explaining his bill, Lucas empha- 
sized that its planning provisions were 
not in any sense aimed at reducing 
sovereignty over their own affairs of 
REA co-ops but insisted that the legis- 
lation was aimed only at providing 
sufficient funds so that lines could be 
planned properly from the start. He 
declared that REA’s loaning record was 
probably more favorable than that of 
any other agency of government and 
denied that the planning section would 
give REA authority to pre-empt going 
utility systems. Sen. Robert Taft, Ohio 
Republican, warning of post-war finan- 
cing troubles if Congress continues to 
approve huge appropriations, ques- 
tiened whether REA could spend $200,- 
000,000 per year wisely but made no 
effort to halt progress of the bill. 

Shipstead spoke at length in favor 
of independence, and introduced com- 
munications from co-ops in 37 states 
favoring the move. He reviewed the 
1944 investigation into REA by the 
Senate Agriculture Committee and 
reiterated criticism of .Agriculture Sec- 
retary Claude R. Wickard for mis- 
managing REA. Acting REA Admin- 
istrator William J. Neal came in for 
considerable criticism by Shipstead, 
who asserted that Neal had been presi- 
dent of the worst-managed REA co-op 
in the country. There was no argu- 
ment for retaining REA in Agriculture. 

Under the bill, which originally 
sought $585,000,000 for REA loans in 
three post-war years, REA will be 


UTILITY EXECUTIVE HONORED—Clyde J. Holmes. left, recently-retired vice-president. 
director and general counsel of Consumers Power Co., Jackson. Mich., receives a 
testimonial presented by Justin R. Whiting. president of Consumers Power and 
Commonwealth & Southern Corp., at a recent dinner in his honor. The testimonial 
was signed by 75 officers, directors, and department heads of the two companies 
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authorized to make additional loans 
totaling $35,000,000 between now and 
next June 30. Next year it will be 
authorized to make loans totaling $70,- 
000,000 in addition to the $80,000,000 
recently authorized in the 1946 Agri- 
culture Appropriation Bill. In each 
fiscal 1947 and 1948, it will be author- 
ized to lend $200,000,000 for rural 
electrification systems, in addition to 
the $5,000,000 planning item for 1946, 
1947 and 1948. 

In explaining the bill, Lucas warned 
that “this is not all” that Congress will 
be called upon to do to complete rural 
electrification in this country. More 
than 15,000,000 rural consumers are 
eligible for service, he said. 


Marianas Plant Built 
from Jap Equipment 


A 700-kva. power plant reconstructed 
by Seabees is now in operation on an 
island in the Marianas. The plant, 
large enough to provide electricity for 
a city of 5,000, is noteworthy because 
of the ingenuity shown by the Seabees, 
under Melville O. Bigley, electrical dis- 
tribution and salvage officer, in as- 
sembling the plant from Japanese equip- 
ment found on the island. Bigley 
formerly operated the Bigley Electric 
Co. in Findlay, Ohio. 

Before the battle on the island was 
over, Bigley had his men at work gather- 
ing equipment. There was plenty avail. 
able, but most of it was damaged either 
by American shellfire, Japanese sabo- 
tage, or American souvenir hunters. 
When the equipment was gathered in 
one place, experienced electricians went 
to work repairing and testing it. Over- 
head transformers could not be found; 
so underground transformers were sub- 
stituted. 

Three Japanese IKEGAI diesel- 
marine, two-cycle engines were found, 
but the Japs had removed the fuel in- 
jectors. Seabees were sent to a nearby 
island and found some The system was 
converted from 50 to 60 cycles and from 
100/200 to 120/208 volts so that Ameri- 
can equipment and appliances may be 
powered. Then with a cache of extra 
parts and a year’s supply of fuel, both 
left by the enemy, the system went into 
operation. 

* 


WPB Revokes Order L-161 


Order L-161, which limited the use 
of vulcanized fiber tubing, copper and 
copper-base alloy in non-renewable 
electric fuses, and which controlled the 


distribution of fuses, has been revoked 
by WPB. 


BPA AND LABOR SIGN AGREEMENT—Representatives of organized labor an 
Bonneville Power Administration have signed one of the most comprehensive |, 
























management agreements ever entered into by a government agency ("ELECTRicy 


WORLD,” May 12, Page 116). 


for Bonneville 


Tacoma May Complete 
Nisqually Project Itself 


Plagued by a long series of mishaps 


which repeatedly have caused delays in‘ 


completing Tacoma’s $23,000,000 sec- 
ond Nisqually project, members of the 
city’s Board of Contracts and Awards 
are seriously considering a proposal 
that the city finish the job with its own 
resources. 

Suggestion that the city take over 
the work came from Utilities Commis- 
sioner C. A. Erdahl, who said his 
recommendations were prompted by a 
desire to protect Tacoma’s financial 
interests. If Erdahl’s plan is accepted, 
the West Construction Co., under the 
terms of a mutual agreement, would be 
relieved of the responsibility of com- 
pleting the work on the mile-long Nis- 
qually tunnel, which was damaged re- 
cently by a landslide. 

The alternative would be to permit 
the company to complete the work and 
receive 15 percent above costs. Erdahl 
told the Board members that every 
month of delay costs the city between 
$60,000 and $70,000. 


Plans Bridge River Plant 


Plans for the construction of a 135,- 
000-kw. hydroelectric power develop- 
ment on Bridge River, 110 miles north- 
east of Vancouver, B. C., were an- 
nounced recently by W. G. Murrin, 
president of British Columbia Elec- 
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Present at the signing were. left to right, seq 
Robert B. Sheets, chairman of the negotiating committee for the Columbic p, 
Trades Council; Dr. Paul J. Raver, BPA administrator: Oscar Harbak, secretary 
the negotiating committee for the council. Standing, D. L. Marlett, left. assistan: 3 
administrator; S. E. Schultz, chief engineer, chairman of the negotiating comm 













































tric Railway Co., of Vancouver. 

Mr. Murrin said that plans {or j 
development would be completed vi 
the next 12 months and that cons 
tion will be started as soon as cirey 
stances warrant. 


Utilities’ Opinions Sought 
_ on Competitive Biddin 


Utilities under jurisdiction of @ 
California Railroad Commission wii 
also are subject to Interstate Comme 
Commission regulation and have 
investment greater than $750,000 
have a chance to voice their opinie 
on competitive bidding on securii 
issues, June 27, in San Francisco. 

At an en banc hearing, utilities 1 
show cause why competitive biddi 
should not become the policy of 
commission, which heretofore has 
hered to a negotiated sales policy. 


Mayor Bans Tree Cutting 


Claiming that the South Caroll 
Electric & Gas Co. has “completely 4 
figured” a number of trees by tn 
ming them, Mayor Fred D. Mars 
Columbia, S, C., has issued orders | 
the utility is to get no more permit: 
cut the tops out of trees bordering “ 
streets, though a “few twigs” may 
cut. The mayor said the wires © 
be placed higher or else undergrou" 
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kes Attacks Shipshaw 
Project as Unnecessary 


sor Secretary Tells Senate Small Business Committee That Further 
nsion of Power Facilities in the United States Could Have 
ed Aluminum as Quickly as It Was Obtained from Canada 


dispute over U. S. financing of 

juminum Co. of Canada’s Ship- 
and aluminum plant on 

’s Saguenay River flared again 
week when Interior Secretary 
14 L. Ickes took the stand before 
Renate Small Business Committee to 
to and correct the record” made 

the committee last month by 
b ViceChairman William L. Batt, 
had defended the project as neces- 
because sufficient power could not 
btained in the Northwest in time 
he country’s aluminum program. 
kes told the committee that: 

“Power facilities authorized and 
r construction would have been 
muate for the original expansion 
ned in the spring of 1941.” 

“Further expansion of power 
ities in this country could have pro- 
dthe aluminum required as quickly 
was obtained in Canada.” 
“No comprehensive statement of 
power possibilities of the Depart- 
t of Interior’s developments was re- 
sted prior to the signing of the Ship- 
, contract.” ; 


it’s Comparison “Meaningless”’ 


Batt’s comparison of power in- 
led with the program of Under Sec- 
y Abe Fortas was “meaningless” 
that, contrary to Batt’s claim, WPB 
ally installed less power than In- 
ot had proposed. 

“Bonneville, Grand Coulee and 
domestic generating projects were 
tr given top priority ratings and 
efore were not installed as quickly 
possible.” 
. “Delays in producing aluminum at 
erament plants resulted in the loss 
nore aluminum than was secured as 
sult of the Shipshaw contract.” 

kes told the committee that the 
- Shipshaw deal was a mistake in 
pment from beginning to end,” and 
d that: 
... The policy of the Government 
1933, of building power plants in 
ion with multi-purpose projects, 
rad of the market, knowing that it 
uld create its market, was extremely 
funate so far as our defense program 
concerned.” 


kes attacked C. W. Kellogg, presi- 


ine 


dent of E.E.I. and in June, 1941, Chief 
of the Power Branch of the Office of 
Production Management, for insisting 
that there was no shortage of power, and 
asserted that the purpose of Kellogg’s 
speech before the 1941 E.E.1. conven- 
tion at Buffalo was “to discourage addi- 
tional power developments on the 
grounds that there was ample power 
available.” Kellogg’s resignation as 
Chief of the Power Branch was accepted 
following his E.E.I. convention speech. 

“The record shows,” Ickes declared, 
“that ‘these purchases from Canada 
could have been provided in this country 
had the American phase of the first 
aluminum expansion program been 
prosecuted with diligence comparable to 
that of the Canadians.” 

American delays in production and 


cutbacks last year cost this country 
more aluminum than the U. S. got from 
Canada in 1942, 1943 and 1944, Ickes 
said adding: 

“The OPM did not study carefully the 
power situation in this country prior to 
entering the first Canadian contract. 
The OPM did not consult with the De- 
partment of Interior or the Bonneville 
Power Administration before making its 
Shipshaw contract in order to determine 
what an all-out power program could 
accomplish within the time limits. The 
OPM did not first consider expediting 
priorities and other measures to obtain 
power for aluminum in the northwest.” 

Paul J. Raver, administrator of the 
Bonneville Power Administration, fol- 
lowed Ickes to the stand to charge that 
OPM withheld capacity from the north- 
west because it had no loads and with- 
held loads because it had no capacity. 

“From our point of view,” Raver de- 
clared, “The Bonneville Power Admin- 
istration was denied the opportunity of 
making effective a program in keeping 
with the urgent need for expansion of 
the aluminum and other war industries; 
at the same time, apparently, OPM was 
working along other channels during 
this critical period of six to nine 
months.” 

Raver 


said BPA had 


constantly 


ENGINEERING RECOGNITION.—Frederic N. Bushnell, right, for many years vice- 
president and engineering manager of the Stone & Webster Engineering Corp.. 
Boston. until his retirement from active work in 1932, received from President H. C. 
Hamilton on May 8 the annual award of the Engineering Societies of New England. 
Inc., for eminent services to the profession. Emphasis was laid at the annual meet- 
ing of the E.S.N.E. upon Mr. Bushnell’s close identification with steam and hydro- 
electric plant design and construction in many regions of the United States, his 
influence upon power development, and notable contributions to the selection and 
training of engineers for high responsibilities in this important field. Mr. Hamilton, 
head of Boston Edison’s test and research division of the engineering department. 
retired from two years’ service as E.S.N.E. president at the meeting 
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sought extra capacity and additional 
transmission lines, and insisted that it 
was always ready to take on additional 
aluminum load, even though it refused 
to give some additional power to the 
Aluminum Co. of America and gave it 
instead to Reynolds Metals and other 
producers. 

“We visioned our program and re- 
quirements in even larger terms than the 
war agencies were willing to recognize,” 
Raver said. “We did all we could to ex- 
pand capacity and obtain industrial 
loads, but what we accomplished was 
much less than what we could have ac- 
complished with the recognition and 
backing of OPM and WPB officials.” 

Criticizing Kellogg’s leadership of 
OPM’s Power Branch, Raver added: 

“The attitudes of the private utilities 
and their representatives, I believe, was 
responsible to a considerable extent for 
the fact that BPA was not approached 
by OPM with a request to submit a 
program for maximum power for the 
rapid expansion of aluminum produc- 
tion.” 


Los Angeles Bond Issue 
Interest Rate Only 0.9372% 


Interest rate of less than one percent 
on $9,650,000 of electric plant refunding 
revenue bonds was obtained in mid- 
April by the Los Angeles Department 
of Water & Power from Glore, Forgan 
& Co. and Associates, of New York. 

Lowest interest rate in the Depart- 
ment’s history, the successful bid was 
lowest of four submitted which ranged 
from 0.9372 percent to 0.9841 percent. 

Proceeds of the new issue will be ap- 


plied to retirement of $7,940,000 of 


1940 and $1,920,000 of 1941 refunding 
power bonds, bearing interest at 114 and 
2 percent. Securities of the old issues 
would have matured from 1949 to 1959, 
while the new issues will comprise ma- 
turities starting April 1, 1946, to April 
1, 1959. 

The refunding will result in a reduc- 
tion in debt service to the Department 
of $835,000 of Which $668,000 will be 


* accounted for by lower interest cost 


and about $167,000 by the shorter life 
of the issue, it was reported. 


Revoke U-1 Directions 


Directions 1 and 3 to order U-1 were 
revoked last week when the order was 
amended. Direction 1 limited utility 
purchases and inventories of distribu- 
tion transformers of 5 kva. or less 
capacity, Direction 3 limited pur- 
chases and inventories of domestic 
watthour meters. 





Paper Is Ammunition 


Paper is scarce today because over 
700,000 different war items are wrapped, 
labeled or made from paper or con- 
tainer board. The war in the Pacific 
increases the demand because products 
going to that area require double and 
triple packing for protection agains 
weather and insccets. 

So share your Exectrica, Wort.p; 
the number of copies is limited. 

Keep in operation in your office and 
plant a continuous drive to collect all 
waste paper for salvage. Contribute 
your dead correspondence, obsolete 
records, useless display material, and 
unusable cartons. 





Virginia Man May Head 
Arizona Power Authority 


Selection of J. R. A. Hobson, utili- 
ties director of Richmond, Va., as di- 
rector of the year-old Arizona Power 
Authority is under serious consideration, 
it was disclosed recently through the 
office of Arizona’s Governor, Sidney P. 
Osborn. 

The Power Authority was created at 
a special session of the state legislature 
in March, 1944, to provide legal ma- 
chinery for the delivery of Arizona’s 
share of Colorado River power to exist- 
ing power agencies, and to localities 
in which power, at that time, was not 
available. Proponents of the measure 
contended that the act would enable 
towns, cities, and cooperative organiza- 
tions to obtain a stable source of elec- 
tric power at an economic rate. 

The Authority is composed of five 
members and is currently functioning 
with M. J. Dougherty of Phoenix as 
its executive head. 


Akron Ordinances Reduce 
1945 Street Lighting Cost 


Two ordinances ratifying agreements 
with the Ohio Edison Co. have been 
approved by the Akron City Council. 
Under the one, Akron will pay but 
$25,000 for 1945 street lighting instead 
of $225,000. The utility made the re- 
duction offer after Mayor Charles E. 
Slusser proposed a utility tax to raise 
funds required for 1945. The reduction 
will provide the money. 

Another ordinance reduces commer- 
cial electric rates 10 percent, saving cus- 
tomers $180,000 annually, but leaves 
residential rates unchanged. 

After three years either ordinance can 
be vacated on six months’ notice by the 
company or city. By agreement, they 
may remain effective seven years more. 
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‘Montant company to make adjustm 


Utility Will Distriby, 


Power generated at the 35,0 
Army-operated Fort Peck hyd 
will be distributed by the Moy 
Dakota Utilities Co., of Minnes 
under a contract signed recently |y 
company and the Interior Departs 
Reclamation Bureau, which mp 
Fort Peck energy. 

Power from Fort Peck, whos 
mate capacity is to be 105,000 ky, | 
been sold to the Montana Poye j 
A 140-mile, 110-kv. transmission j 
from Ft. Peck to Glendive, Moy, 
being completed to go into opens 
late this summer. Power will be» 
by the company from Glendive ty, 
ern Montana and western North }si 
points between Wolf Point and For 
Mont., and Stanley and Hettinger, \ 

Fort Peck power will go to |, 
irrigation projects and Rural Flas 
fication Administration cooperatives 
the Yellowstone and Missouri jj 
Valleys, and the company will tum 
to Reclamation contracts with ir; 
tion projects. The company wil ; 
an undisclosed amount of power for 4 
tribution to customers of its ow g 
consequently will be able to shut d 
some steam capacity presently fy 
with natural gas. 

Rate studies are in progress, whit 
when approved by the North Dak 
and Montana Public Service Com 
sions, will bring about rate reductis 
to pass on to consumers savings avd 
able on Fort Peck power. 


Montana Powerx Denied 
Rehearing on FPC Orde 


Montana Power Co. officials in Bu 
have been advised by the Federal Po 
Commission that their applications | 
rehearing on a Commission order ditt 
ing the utility company to make acco 
ing adjustments had been denied. 

Last February the FPC ordered! 


in the amount of $51,978.000, a @ 
sion which differed from an earlier ot 
of the Montana Public Service 
mission,. Petitions for rehearing ¥4 
filed by the company and joined 
the American Power & Light (.: 
the $6 preferred stockholders. 

In denying a rehearing. te ™ 
stated that the assignments of ert é 
not raise any questions of fact "4 
which had not been previously com 
ered. The FPC system of accourls 
rooted in the cost concept, and it cam 
accept the “value” concept, as &™ 
stood by the Montana Commissio®. 
was explained. 
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roared Future Good, 
terstate Club Hears 


autacturers Doubled Pre-War 
me in 1944 and Are Still 
fonths Behind in Deliveries 


frared volume promises to exceed 
» the 1944 value in 5 post-war years; 
trostatic paint deposition and de- 
ing saves paint, space, time and 
ators; banks are now eager to par- 
nate in lending programs for home 
trifeation and modernization. 
se were high points brought out at 
May 14 meeting of the Interstate 
er Club in New York. 

ifty percent increase in infrared 
nt drying load is planned by a manu- 
uring plant now drying army tanks 
tunnels which total 4,100 kw, said 
D. Spillman, Philadelphia Electric 
. He sees a trend toward more com- 
te enclosure and increased resort to 
; for circulation; also a disposition 
apply infrared for preheating fol- 
ved by resistance elements for par- 
lar jobs. Infrared manufacturers 
re reported to have doubled their 
war volume in 1944 and still to be 
onths behind in deliveries. 


Drying Times Rapid 


Citing particular jobs Spillman men- 
ned overall drying times of 8 to 10 
inutes for steel landing mats (78 kw.), 
ine cases, steel cartridge cases, gun- 
ounts; other applications were dry- 
zg out of damp electrical equipment 
d the use by the Philadelphia Transit 
0. of 27 pits in an open suburban lot 
preheat bus crank cases in winter (80 
ys use out of 120, a 10-hour load). 
uses 10 kw.-hrs. per day per bus and 
saved 5,000 gallons of gasoline and 
(00 hours of engine-running warm- 
g-up time. 
Depositing of paint spray by electro- 
atic means is making significant sav- 
gs—in one plant 62 percent more 
roduction, nine fewer men, speeds up 
om 15 to 26 feet per minute and $400 
orth of paint per day saved. This re- 
ot came from Harold P. Ransburg 
f the Harper J. Ransburg Co. of 
indianapolis. Potential of 85 to 110 
v. dc. is applied to attract the paint 
» the conveyed object. Irregular as 
ell as flat surfaces can be handled 
fiectively as to exteriors. The detear- 
mg removes the drip globules from 
dges and small diameters. 
Philadelphia’s Electrical Association 
has brought from $4,000 to $15,000 in 
olume of appliance repair business to 
ontract-dealers. The last pre-war 
chting campaign produced $800,000 
of equipment installation in 5 months, 
sid Howard L, Miller, association 


HONORED—Cecil S. Lynch, executive 
vice-president of Arkansas Power & 
Light Co., seated, explains some fea- 
tures of the 30,000-kw. plant which will 
be erected near North Little Rock, Ark., 
to Willis Holmes, general attorney for 
the company. President C. Hamilton 
Moses recently announced on the 
twenty-sixth anniversary of Mr. Lynch’s 
service with the utility that the new 
station will be named for the executive 
vice-president 


president. He added that the anti- 
octopus-outlet campaign was proving 
unbelievably successful and that over 
twenty banks are now collaborating in 
setting up consumer credit departments 
to make post-war loans for electrifying 
and modernizing homes. Already, the 
banks have sent out 289,000 pamphlets. 


Operating Revenues Rise 
2.3 Percent in March 


Electric operating revenues of the_ 
larger privately owned electric utilities 


in the United States in March 1945 
were $266,438,000, as compared to 
$260,536,000 in March 1944, an increase 
of 2.3 percent, according to preliminary 
figures released by the Federal Power 
Commission. 

Revenue deductions (including 
operating expenses, depreciation and 
taxes) were $214,521,000, or 5.7 percent 
over those of March 1944. 

Gross income, including other utility 
operating income, decreased 7.7 percent 
to $64,722,000 and net income in March 
1945 was $40,136,000, a decrease of 9.3 
percent from the net for March 1944. 
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Utilities Get Hurried 


Approvals from OWU 


Cancellation of Discounts on 
Generators and Switchgear Will 
Raise Construction Costs 


Cancellation of discounts on turbo- 
generators and switchgear by General 
Electric Co., Westinghouse Electric 
Corp., and Allis-Chalmers Manufac- 
turing Co., finally effective June 1 and 
May 16 respectively, brought a flood of 
approvals for utility construction 
projects from the Office of War Utili- 
ties’ power division this week. 

The approvals were confined almost 
exclusively to projects which would 
have been approved in a matter of time 
anyway, it was learned, and only a very 
limited number of approvals repre; 
sented any relaxation of standards. 
OWU was hurrying the approvals so 
as not to be in the position of adding 
to the cost of essential projects by de- 
laying action on applications beyond 
the discount date. 


Not For Federal Hydros 


While no list of approved projects 
was available early this week, it was 
learned that numerous steam and many 
diesel units would be certified for con- 
struction, along with the switchgear 
necessary to get these capacity addi- 
tions into operation. There was no in- 
dication that any of the units were 
hydro macliines for federally owned 
power projects. 

Office of Price Administration ap- 
proval was not required since the dis- 
counts had been offered on ceiling or 
lower prices, manufacturers’ represen- 
tatives asserted. The discounts had 
been in effect for almost one year. They 
were offered because the large volume 
of turbine and switchgear work had 
afforded substantia] savings in unit 
costs, and were withdrawn because of 
the drastic slump in turbine orders. 
Discounts on many types of electric 
motors manufactured by these com- 
panies were cancelled May 14, and dis- 
counts on some power and distribution 
transformers were cancelled recently. 

The turbine and switchgear dis- 
counts actually expired before May 16 
and June 1, but orders on which a firm 
price quotation had been made by May 
1 and which bore OWU approval dated 
before May 16 and June 1 were held 
eligible for the reductions. The turbine 
discount was 7.5 percent on units of 
10,000 kw. capacity or larger, and 5 
percent on units of less than 16,000 kw. 
capacity. Switchgear discounts varied, 
some 15 percent, some 10 percent and 
some with no discount. 

In some quarters, the feeling was ex- 











ae 


nnomeniclmereg stolen penne 


pressed that the three companies were 
forcing quick approval by OWU for 
the purpose of building up a backlog 
of rated orders. It was pointed out 
that if material controls are maintained 
very long, the companies will be able 
to obtain material more easily on rated 


_ projects than on unrated projects, such 


as WPB may allow when the Con- 
trolled Materials Plan is “open-ended” 
July 1. Furthermore, with orders placed 


‘now, the companies would avoid the 


scramble for materials, and possible 
price increases which would result if 
and when material restrictions be com- 
pletely removed. 

Considerable criticism was heard of 
the policy of announcing the cancella- 
tion of discounts effective as of a future 
date rather than announcing them as 
effective immediately. 

As far as could be learned, the can- 
cellation affected prices of only the 
three companies named. 


} ° 


Farmers To Get Surplus 
Wiring, SPB Announces 


Surplus electric wiring and supplies 
are among the products which the Sur- 
plus Property Board will cause to be 
channeled into rural areas through 
special sales after federal, state and 
local government preferences for sur- 
plus property have been exercised, the 
Board announced last week. 

Farmers and rural dwellers will be 
assured equal opportunity to supply 
their needs out of surplus as it becomes 
available, the Board emphasized, but 
farmers should not expect a flood of 
surplus at give-away prices. 


PR 13 Amended by WPB 


WPB has issued amendment 2 to 
Priorities Regulation 13, removing 
restrictions on special sales of excess 
or surplus steel, copper and copper 
base alloy and aluminum in controlled 
materials forms. These may now be 
sold to anyone without WPB authoriza- 
tion and without requiring the buyer to 
use a CMP allotment number or sym- 
bol. 


Named to Authority Board 


Three new directors have been ap- 
pointed to the Board of the Lower 
Colorado River Authority by Gov. Coke 
Stevenson of Texas. The new ap- 
pointees, whose terms dre to expire 
January 1, 1951, are Thomas C. Fer- 
guson, R. D. Wright, and Ben Mc- 
Tihenny. 
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Lilienthal Approval 
for TVA Post Likely 


The Senate was expected to approve 
by a substantial margin this week the 
nomination of David Lilienthal for a 
second nine-year term as a director of 
the Tennessee Valley Authority. The 
nomination was favorably reported by 
the Senate Agriculture Committee 
early this week. 

The anticipated fight on Lilienthal’s 
nomination largely failed to come off 
as Sen. Kenneth McKellar, arch-foe of 
Lilienthal, and his colleague. Tom 
Stewart, both Democrats, contented 
themselves with issuing a statement 
attacking Lilienthal and stating their 
intention to vote against him. 

Contrary to normal custom. the Agri- 
culture Committee failed to hold pub- 
lic hearings on Lilienthal’s re-appoint- 
ment. Lilienthal, who served a three- 
year term as a board member before 
obtaining his first full term in 1936. 
testified at a closed session, followed 
by McKellar and Stewart, after which 
Stewart read the joint statement on the 
Senate floor. 

A Senate tradition, whereunder the 
upper body normally refuses to con- 
firm an appointment objected to by a 
Senator from the appointee’s state as 
“personally obnoxious,” appeared cer- 
tain to go by the board when the vote 
on Lilienthal was taken. The joint 
statement said in part: 

“Lilienthal is personally and politi- 
cally obnoxious, offensive and objec- 
tionable to each of us.” 

The statement charged that Lilien- 
thal had become “an expert propa- 
gandist,” and added: 

“But, the President, who has just 
taken office, and upon whose successful 
administration at this critical time the 
success of our beloved country depends, 
and whom we like, has sent in his nomi- 
nation for re-appointment. 

“We have, therefore, concluded 
simply to make this statement and to 
vote against his confirmation and leave 
the matter there.” 


December Peak Demands 


March 1945 electric energy require- 
ments indicate a total of 19,278,856,- 
000 kw--hr., up about 1,585,000,000 
kw.-hr. from February 1945, and a 
decrease of 0.4 percent under March 
of last year, according to preliminary 
figures announced by the Federal Power 
Commission. Preliminary figures on 
peak demands of the principal electric 
utility systems of the country for March 
1945 aggregated 37,151,699 kw., a de- 
crease of approximately 244,000 kw. 
from the preceding month, but a gain of 


, 3.0 percent over March 1944. Estin,, 
















































put December peak demands for jy 
at 39,279,000 kw., an_ increase of 3 
percent over 1944. 


Omaha Compromise 
Signed by Govem 


Three power bills, components oj 
compromise plan to solve the Dove! 
controversy long raging in Omaha, hyp 
been passed by the legislatur , 
signed by Gov. Dwight Griswol 
(Evecrrica, Worip, May 12. Pap 
116). 

The three bills provide for the fom, 
tion of an Omaha public power distri, 
the repeal of LB204 under which i 
Omaha Peoples Power Commission yy 
formed in 1943, and the restoration 
the right of the Metropolitan Util 
District to operate the power property 
if they are acquired by Omaha by cm, 
demnation. 

First.step toward the forming of ty 
new public power district will be ty 
circulation of petitions which are no 
being drafted by State Engineer Wari, 
ner G. Scott. If the petitions are » 
proved after hearings before the Depar. 
ment of Roads and Irrigation, the gove. 
nor will appoint a board of director 
to govern until set periods when th 
people would select the directors at 
election. It is believed, that the gover. 
nor will select seven directors. 


CMP “Open-Ended”; More 
Easing of U-1 Expected 


WPB “open-ended” the Controlled 
Materials Plan last week, effective July 
1, to permit the delivery thereaiter, 
without CMP allotment numbers o 
symbols, of steel, copper and aluminum 
which can be delivered without inter- 
ference with CMP rated orders. Order 
for this unrestricted delivery after July 
1 may be placed immediately. 

It was anticipated that further liber 
alization of order U-1 would be made 
effective after the “open-ending” 
CMP takes effect. 

In addition, WPB has removed mo¢ 
“rating floors” to permit the placing of 
unrated orders where production a 
delivery will not interfere with the fov 
of rated orders. 


May Issue More Stock 


Litchfield Electric Light & Power G 
has been authorized by the Connectict 
legislature to increase its capital st 
but not to exceed $2,000,000. 
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Hard ye may be in the tumult 
Red to your battle hilts 

Blow give for blow in the foray 
Cunningly ride in the tilts; 

But when the roaring is ended, 
Tenderly, unbeguiled, 

Turn to a woman a woman's 
Heart, and a child’s to a child. 


The Crucible By 0. HENRY 


been vanquished 


electric light a i ; : SB rnished 
more electri . nt Sie 


than could all the’ 


LINE MATERIAL COMPANY 





THE 
LIGHTS ARE 04) 


WASHINGTON—LONDON- 


Everywhere in the world with the ,,, 
brations have been held by the joytuy) <j, 
these celebrations has been the illuming, 
ings and the restoration of electric lightin 
to the homes of the people. To millions; 
and abroad, the restoration of light to, 
world was a symbol of a gay, prosperoy, , 
act of restoration an almost sacred rityg! 


WASHINGTON—Crowds stare at the Capitol Dome illunj. 
nated for the first time since Pearl Harbor 


LONDON—Bomb-scarred St. Paul’s Cathedral was illumi. 
nated on May 8 in celebration of V-E Day. In the back 
ground the beams of two searchlights, manned by ATS 
girls, form a huge “V” symbol for victory 
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NEW YORK—Thousands jam Times Square, “the great white 
way,” to celebrate and see the long-darkened spectaculars. In 
the foreground is a huge model of the Statue of Liberty. Later in 
the evening of May 8, mid-town New York looked like this, left. 
from the top of the RCA Building in Radio City. Times Square, 
now brightly lighted, stands out in the center of the picture. The 
tall building surmounted by a clock is the Paramount Theater 
Building, at its right is the Astor Hotel which is at the left in the 
picture above. The 35-story McGraw-Hill Building is the dark 
building at the upper right hand corner ef the picture at the left 
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a complete substation... IN U E TANK! 


One unit... oneorder...one shipment... 
one installation! Westinghouse CSP Power WHAT IS PACKAGED POWER? 
Transformers provide a quicker, more effi- Packaged Power is the modern and efficient way 
cient—and more practical—answer to any of buying, installing and operating electric power 
distribution problem involving a need for distribution equipment. In addition to the unit 
single-feeder substations. . shown above, Westinghouse Packaged Power is 
Because “everything is in one tank”, they available in the following forms: 
not only simplify ordering and coordinating 
the equipment, but also reduce installation 
man-hours by 75%. It is easy to move or 
relocate substations as load centers chang¢ 
... with 100% salvage value! 
CSP Power Transformers perform all the 
functions of a conventional single-feeder sub 
C station. They are one of the several forms of 
te eg ‘Packaged Power’? equipment designed by 
Westinghouse to simplify and expedite the 
ordering and installation of coordinated 
power equipment. For more details, write 
today for your copy of booklet B-3468, 
“Packaged Power”. Westinghouse Electric 
Corporation, P. O. Box 868, Pittsburgh 30, 
Penna. J-70453 


@® Westinghouse pack ace 


OFFICES EVERY WHERE 













is Dollar Limitation 
in Amending PR 23 


p's Priorities Regulation 23, 
ming conditions under which 
facturers may produce experi- 
,] models of products for post-war 
facture, has been amended to 
ve the dollar limitation on such 
nditures and to junk a prohibition 
xhibiting such models to the trade 
aie one of four reconversion 
rs adopted last summer when Euro- 
victory was believed imminent. 
‘herto, manufacturers were pro- 
ed from spending more than $5,000 
ny plant in any quarter on models 
able under PR 23. This limit has 
removed, as well as the restriction 
istribution of a models 

ur of promotion. 
og oe be made solely for the 
ose of display, however. 













2 Revoked; Radar Need 
Halts Increased Output 


PB has revoked order L-78, gov- 
ng manufacture and distribution of 
nt lighting fixtures, but other 
rs affecting their manufacture and 
ibution remain in effect. Issued in 
il, 1942, to save steel, copper, mer- 
and other critical materials, the 
1 first prohibited manufacture of 
Mfiuorescent fixtures except for essen- 
uses. It has been amended at vari- 
times as the material situation 
ged. 
ck of ballasts will prevent immedi- 
expansion of production much 
md existing levels, WPB officials 
ned, pointing out that military 
ands for radio and radar equip- 
t, including ballasts, continue 













FBI Man Will Direct 
Washington State D.P.U. 


ndrew J. Zimmerman has been ap- 
ted director of the Washington State 
rtment of Public Utilities by Gov- 
t Mon C. Wallgren, it was an- 
ced recently following the division 
he old Department of Public Service 
Departments of Public Utilities and 
sportation by the recent Legisla- 


I. Zimmerinan, former administra- 
assistant to J. Edgar Hoover, di- 
or of the Federal Bureau of Inves- 
Hon, has served as F.B.L special 
ht in Seattle and Portland, Ore., and 
panuary became a special investi- 
r for Goy, Wallgren. 





Billions of Kw.-Hr. 


J FMAM Jv A 
Output Curve Again Moves Downward 


The. electric output curve moved 
downward again during the week ended 


May 12, 1945 according to figures re- 


leased by the Edison Electric Institute. 
The amount of electrical energy dis- 
tributed by the light and power indus- 
try totaled 4,302,381,000 kw.-hr., com- 
pared with 4,397,330,000 kw.-hr. dur- 
ing the preceding week. During the 
week ended May 13, 1944, the amount 
of electrical energy distributed 
amounted to 4,238,375,000 kw.-hr., this 
year’s figure representing an increase 
of 1.5 percent. 

Only four of the seven major geo- 
graphic regions reported gains for the 
week as compared with the correspond- 
ing week of 1944; for the week ended 
May 5 all seven reported gains. The 
Southern group showed the largest in- 
crease—8.9 percent. 
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Weekly Output Millions Kw.-Hr. 


1945 1944 
May 12 4,302 May 13 4,238 
May 5 4,397 May 6 4,233 
Apr. 28 4,416 Apr. 29 4,336 
Apr. 21 4,4ll Apr. 22 4,344 
Apr. 14 4,332 Apr. 15 4,307 
Age. 7 4,322 Apr. 8 4,361 

ar. 31 4,329 Apr. | 4,409 
Mar. 24 4,402 Mar. 25 4,409 
Mar. 17 4,398 Mar. {8 4,400 
Mar. 10 4,446 Mar. Ii 4,426 
Mar. 3 4,472 Mar. 4 4,465 
Feb. 24 4,474 Feb. 26 4,445 


May 
May 
May 
Apr. 
Apr. 
Apr. 
Apr. 
Mar. 
Mar. 
Mar. 
Mar. 
Feb. 


1943 
15 3,969 
8 3,904 
1 3,867 
24 3,925 
17 3,917 
10 3,882 
3 3,890 
27 «(3,928 
20 3,947 
13 3,945 
& 3,947 
27 3,893 


Percent Change from Previous Year 





Week Ending 
May 12 May 5 Apr. 28 
New England ....... . —05 + 4.1 + 2.3 
Mid Atlantic .......... — 30 +16 —34 
Central Industrial .... + 1.9 + 5.1 + 3.8 
West Central ......... + 7.9 + 8.5 + 7.4 
Southern States ....... +89 +84 +77 
Roc Mountain ...... + 6.0 + 54 + 5.7 
Pacific Coast .......... — 2.0 + 0.4 — 2,3 
Total United States.. + 1.5 + 39 + 18 
15 
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J. S. Wise, Jr., Retires As 
President of Utility 


John S. Wise, Jr., president of the 
Pennsylvania Power & Light Co., Allen- 
town, Pa., has announced his retirement 
as president, effective at the annual 
meeting of the stockholders on May 21, 
after 47 years of activity in the elec- 
tric industry and 39 years with Penn- 
“* 4 ap 





sylvania Power & Light and predecessor 
companies. Mr. Wise reached the com- 
pany’s retirement age in 1942, but on 
account of the war situation, his retire- 
ment has been deferred until the pres- 
ent time. 

Mr. Wise began his business career 
in 1898 as an employee in several of 
the steam electric power stations in 
Philadelphia, and in the following year 
he entered the students’ testing depart- 
ment course of the General Electric Co., 
where he served at Schenectady, N. Y., 
and Lynn, Mass., following which he 
became assistant superintendent of the 
Auburn (N.Y.) Light, Heat & Power 
Co. In 1906 he moved to Hazleton, Pa., 
becoming general manager of the Har- 
wood Electric Co. and in 1913, gen- 
eral manager of the Lehigh Navigation 
Electric Co., both of which were prede- 
cessor companies of Pennsylvania Power 
& Light Co. Upon the formation of 
Pennsylvania Power & Light in 1920, 
he was named operating manager and 
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in 1928 he was elected a director and 
president. 

For many years, Mr. Wise has been 
keenly interested in the anthracite coal 
industry. Following his moving to 


‘Hazleton, Pa., in 1906, where he be- 


came associated with the Pardee coal 
interests, he collaborated with A. W. 
Drake, at that time in charge of the 
Pardee anthracite coal interests, in de- 
veloping the idea of burning small size 
and waste anthracite and converting it 
into electricity. 

Mr. Wise expects to remain in Allen- 
town, where in connection with other 
activities, he will specialize in the treat- 
ment and burning of waste coal fuels. 

.Mr. Wise is a past-president of the 
Pennsylvania Electric Association, a 
member of the board of directors of 
the Edison Electric Institute, a mem- 
ber of the American Institute of Elec- 
trical Engineers, and the Newcomen 
Society of England and for many years 
he was a member of and chairman of 
the Pennsylvania Joint Committee on 
Rural Electrification. 


> Harry C. Brockuorr, engineer for 
the Missouri Public Service Commis- 
sion since 1933, has been appointed di- 
rector of public utilities for the City of 
St. Louis by Mayor Kaufman. He suc- 
ceeds THomas J. SkinKER, who returns 
to his former position of Water Com- 
missioner. Mr. Brockhoff is a native 
of St. Louis and a graduate of Purdue 
University. 


> Littteton C. EnciisH, supervisor of 
the meter and installation department 
of the Virginia Electric & Power Co. in 
Fredericksburg, Va., for four years, has 
been transferred to Alexandria, where 
he will take a similar position. H. How- 
Arp Dapney succeeds him in Freder- 
icksburg. 


> Pavut B. WincHeL, superintendent 
of production of the gas and electric 
departments of the East Tennessee Light 
& Power Co., Bristol, Tenn., has severed 
his connection with that utility, to be- 
come superintendent of the Knoxville 
Gas Co. 


May 19, 1945 @ ELECTRICAL world 






























































Philip Sporn Assumes 
New Executive Dy 


Philip Sporn, formerly vice-pr., 
was elected this week executiy. 
president of the American Gas ¢ p 
tric Co. At meetings of the board 
directors of the operating com, 
of the American Gas & Electr, ¢ 
system held on April 26, My «, 
was also elected executive vic, 
dent and chief engineer of al] of : 

After completing his engineering 
ucation at Columbia University 
Sporn was engaged in electrical] »» 
facturing and then joined th , 


Blackstone 


neering staff of the Consumers Py 
Co., Jackson, Mich. He joined { 
American Gas & Electric Co. 3 y 
ago. Over a period of years he ké 
numerous positions in the engineer 
department, becoming chief electri 
engineer in 1927 and chief engineer’ 
1932. He was elected vice-president 
the American Gas & Electric (si 
1934. With the formation of the Ama 
can Gas & Electric Service Corp. in 1% 
he was elected vice-president and cid 
engineer of that organization. As cli 
engineer he has had direct charge of 
the responsibility for the planning, @ 
signing and construction of all phys 
facilities of the subsidiaries of the Ama 
ican Gas & Electric Co., and supervist 
of their technical phases. 

In his engineering activities, 
Sporn has been particularly noted { 
his contributions to the advancing 0/1 
technology and economics of high wi 
age transmission, interconnected syst 
operation and high pressure high ta 
perature steam electric generatiol 
power. He has contributed numer 
papers and monographs on the subjed 
to the Transactions of the Ameri 
Institute of Electrical Engineers. Ané 
ican Society of Mechanical Engine 
and the American Society of Civi 
gineers, and has been a member ail 





man of many of their technical 
mittees and of the technical commit- 
of the electric power industry or- 
ations. During the war he has 
j frequently in an advisory capa- 
and at present he is consultant to 
War Production Board. 


blic Service Promotes 
H. K. Sels and T. Seely 


snouncement has been made by the 
i. Service Electric & Gas Co., New- 
N. J., of the promotion of Hollis 
Eels to the position of transmission 
distribution engineer to succeed 
ate Rollin N. Conwell and of Theo- 
Seely to be transmission and sub- 
on engineer. Oscar Bauhan has 
named assistant transmission and 
jon engineer. 
_ Sels, who was formerly trans- 
‘on and substation engineer, be- 
» identified with the Westinghouse 


K, Sels 


tric Corp. in 1919, following grad- 
tion from Iowa State College. Com- 
ting engineering school in 1920, he 
assigned to the central station sec- 
n of the general engineering depart- 
nt of that company where he worked 
transmission and station problems 
d acted as sponsor engineer for many 
fojects on the Pacific Coast. Start- 
g with Public Service in 1923 as en- 
heer in the office of the transmission 
gineer, he was promoted to assistant 
nsmission and substation engineer in 
8 and became transmission and sub- 
tion engineer in 1938. 
Following graduation from Stevens 
stitute of Technology in 1923, Mr. 
rely entered the company cadet engi- 
ers’ course. In 1926 he was assigned 
the electric distribution department, 
mtral division, and subsequent appoint- 
nts brought him to the Perth Amboy 
strict and the Elizabeth district. In 
D30 he entered the office of the distri- 


T. Seely 


bution engineer, general office, as as- 
sistant engineer, was advanced to dis- 
tribution planning engineer in 1937 and 
to assistant distribution engineer in 
1940. In 1943 Mr. Seely was transferred 
to the transmission and substation engi- 
neers office as assistant transmission 
and substation engineer. 

Mr. Bauhan has been identified with 
Public Service since 1923. Because of 
the large increase in industrial power 
demand following this country’s entry 
into the war, in 1942 he was assigned 
the job of coordinating the engineering 
of the company’s facilities with the 
equipment of the various war industries. 


OBITUARY 


> Rosert Horton, well known hydrau- 
lic engineer, died of a heart attack on 
April 22 at his home in Voorheesville, 
N. Y. at the sec of 69. At various times 
Mr. Horton had been a consultant to 
the National Resources Commission, 
Tennessee Valley Authority, United 
States Soil Conservation Service and 
the Power Authority of the State of New 
York. A native of Parma, Mich., he 
was an assistant engineer for the United 
States Deeper Waterways Commission 
in 1898-99, an assistant engineer of the 
U. S. Geological Survey, 1900 to 1906, 
and an engineer of the U.S. Hydraulic 
Survey until 1911. He was engaged in 
consulting practice thereafter. Mr. 
Horton was the author of numerous sci- 
entific papers and eight technical books, 
dealing with such subjects as water- 
wheels and power tables; means of de- 
termining stream flow during the frozen 
season and the hydrology of various 
areas. 


> Rosert M. Kenny, president and 
manager of the James MacLaren Co., 
Buckingham, Que., and vice-president 
of the MacLaren-Quebec Power Co., 
died at his home in Buckingham, Que., 
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on April 26 after an illness of two 
weeks. He was 70 years of age. Well 
known in eastern Canadian industrial 
circles, Mr. Kenny had been connected 
with the MacLaren interests since 1896. 


H. Freeman Barnes 


H. Freeman Barnes, manager of sales 
promotion for the General Electric Co.’s 
lamp department, Nela Park, Cleveland, 
who died recently (ELectrica, Wor.p, 
May 12, page 116) played a major role 
in what came to be known throughout 
the country as the Better Light-Better 
Sight movement. He had been manager 
of the lamp department’s sales promo- 
tion division since 1931. 

Born at Beloit, Kansas, Mr. Barnes 
attended Swarthmore College where, in 
1918, he was awarded his A.B. degree. 
He had majored in electrical engineer- 
ing. After his graduation, he joined the 
engineering staff of G.E. Edison Lamp 


Works at Harrison, N. J. While serv- 
ing there for three years as a lighting 
engineer, his talents for promotion and 
publicity were recognized. In 1922, he 
was transferred to the publicity division 
of Edison Lamp Works and, in 1928, 
became assistant publicity manager. 

With the merger of the Edison and 
the National lamp works, Mr. Barnes 
transferred to Nela Park headquarters 
of the G.E. Lamp Department. 


> Amos A. Betts, chairman of the 
Arizona Corporation Commission, died 
in Los Angeles, Calif., on May 8, after 
a long illness. He was 71 years of age. 
For many years Mr. Betts had engaged 
in regulatory work, having joined the 
Arizona board in 1917. For 15 years 
immediately previous to that connection, 
he was associated with a number of the 
large railroads of the country. He was 
a past-president of the Nationa! Associ- 
ation of Railroad and Utilities Commis- 
sioners. 
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Canadian G.E. Pays 
Tribute to Utilities 

Yearly power production by Cana- 
dian central electric stations during the 
past five years, is an index which goes 
far to explain “the impressive war pro- 
duction record achieved by this coun- 
try,” Canadian General Electric Co. 
states. 

By bringing under control an ever- 
increasing measure of its hydro-power 
reserves, it adds, Canada has emerged 
in this war as the fourth greatest arms 
producer in the United Nations. 

In the post-victory world, the report 
states, when much of this electric power 
can be released for peacetime purposes, 
electricity in Canada should indeed 
prove a potent factor in the. promotion 


of high productivity, high employment. 


and an enhanced standard of living. 

In 1944, according to the report, 
68,700 hp. in hydraulic turbines was 
added to Canada’s power production 
facilities, bringing the total hydraulic 
turbine developments to 10,283,213 hp. 

Last year power consumptién totalled 
40,465,733,000 kw.-hr., one-fifth of. one 
percent higher than in 1943 and over 7 
times as much as the peak year of 
World War L. 

Up to 1939 the curve of the total 
kilowatt-hour output of central electric 
stations provided a fairly accurate in- 
dication of the industrial activity of 
Canada. Since 1939, however, the report 
adds, diversions of electricity were 
made to industry from electric steam 
generators, restricted street lighting, 
commercial lighting and from domestic 
service. 

The increase in industrial activity 
during this period is indicated by the 
“firm power” index “which appears to 
indicate that war production in Canada 
reached its peak in 1944.” 


New Press Molds Rubber 


An adaption of its “Hyspeed” plunger 
molding press for plastics to permit the 
molding of rubber has been announced 
by the Baldwin-Southwark Division of 
Baldwin Locomotive Works. The press 
is capable of making any rubber or syn- 


18 


ANUFACTURING 


' 


thetic rubber item made by cavity mold- 
ing. While the new method can be used 
without preheating of the material an 
increase in production may be obtained 
by using electronic radio frequency heat- 
ing. These radio frequency generators 
were developed by Westinghouse Elec- 
tric Corp. for use in conjunction with 
the press. 


Plan to Aid Service Men 


Appointment of veteran advisors at 
all Johns-Manville mines, plants and 
offices to assure individual attention to 
returning war veterans in the adminis- 
tration of a comprehensive program for 
their re-employment has been an- 
nounced, More than 4,500 employees 
have entered military service. Total 
employment in J-M is about 13,000. 





EBA 


GRAND TROPHY FOR 1944—Lt. Gov. 
Robert F. Bradford of Massachusetts, 
left, presents the Grand Trophy for the 
best performance in a state-wide indus- 
trial accident contest during 1944 to 
Henry F. Callahan. manager of the 
Danvers fluorescent lamp plant of Syl- 
vania Electric Products, Inc. Presenta- 
tion was made at a luncheon in Boston 
sponsored by the Massachusetts Safety 
Council. In 1943, Sylvania was third 
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Lower Net in | 


Square D Co. reports a net prof 
the quarter ended March 1, }q4; 
$446,376 after provision for f.4,, 
income and excess profits tae, 
$1,195,582 and after a reserve {or 5 
gotiation based on past experience, 
W. Magin, president, reported reo 
to stockholders. 

This compares with a net profi 
the first quarter of 1944 of $4094 
The reduction in net profit of $5257, 
1945 is due to reductions in the sells 
price of electrical and other appar, 
furnished the United States Gov, 
ment and to a reduction in shipmey 
of aircraft instruments. 

The different plants of the company 
are now operating at approxima 
full, or near full, caapacity compari 
with the amount of labor available aj 
the ceilings on the amount establis» 
by the Government, Mr. Magin ii 
The company has not experienced tg. 
minations of government contrac 
which will materially influence ; 
operations. 


Plastic Research Plans 
Announced by Princeton 
Princeton University has announced; 
program of instruction and research in 
plastics which will be conducted joint) 
by five scientific departments, mecha. 
ical, chemical and electrical engines. 
ing, chemistry and physics. It is 
lieved to be the first program to be 
tablished by an educational institutin 
in which the field of plastics is » 
proached from the engineering. as wel 
as the chemical, aspect. Sixteen indus 
trialists are cooperating by serving m 
an advisory committee. 


& 
Westinghouse Organizes 
Gas Turbine Division 

The formation of an Aviation Gx 
Turbine Division by Westinghouse Ele 
tric Corp. for the manufacture of mil 
tary and later commercial gas turbine 
aircraft engines, has been announced by 
L. E. Osborne, vice president of the 
company. 


Pilots Get U.L. Approval 


Gothard Manufacturing Co., Spring 
field, Ill., has announced that the Under 
writers’ Laboratories have now * 
proved a large number of standard pilot 
light assereblies of that companys de 
sign and manufacture. 


,Jdwin Locomotive 
orms Canadian Unit 


ormation of a Canadian subsidiary 
the Baldwin Locomotive Works to 
ket in Canada such products as tur- 
.<, waterwheels, hydraulic presses, 
: tools and Diesel engines from 
jquarters to be opened soon in 
inte, has been announced by Ralph 
y, president of the parent com- 


c ision to establish facilities in 
,ada stems from Baldwin’s desire to 
ide “on-the-spot” coverage for 
nada’s tremendous post-war indus- 
development, Mr. Kelly said. 
he wholly owned subsidiary, known 
Baldwin Locomotive Works of Can- 
Ltd., will subcontract its orders 
ne United Steel Co., Ltd., which has 
plants in eastern Canada and 
dquarters in Toronto. All produc- 
, will be under general supervision 
Baldwin of Canada and will be from 
dwin designs and specifications. 
Officers of the new company, elected 
an organization meeting held in 
ronto, are Ralph Kelly, president; 
Horace Holcomb, vice-president; 
N. Brownlie, managing director; 
D. Humphreys, secretary and treas- 
and T. E. MecFalls, assistant secre- 
y and assistant treasurer. 
Managing Director Brownlie will 
ect the activities of the subsidiary 
th headquarters in Toronto. 


PB Compiles Plant List 
for Contract Placement 


A national “open capacity” list, re- 
sed bi-weekly and including all plants 
here available capacity is over 50,000 
. ft. or more than 100 workers, has 
en started by WPB as a guide to 
acement of war and other essential 
pntracts, 
The list will include plants and labor 
rees made available by contract cut- 
cks or expirations, and will be avail- 
ble at WPB district offices for the use 
procurement officials, area produc- 
om urgency committees and contract- 
. It is hoped that its use will pre- 
nt the breaking up of production 
ganizations, particularly in tight labor 
eas, for want of work. 
Military services will check the list 
fore placing contracts and subcon- 


actors on military contracts will do 
he same. 


ire Damages Lea Plant 


A recent fire at the Lea Electric 


quipment Co., Chicago, caused $50,- 
00 damage. 


Field Reports on Business 


Industry took the long awaited V-E Day in its stride, with a full realization of its 
responsibilities toward an augmented Pacific effort. Problems of cutbacks and 
revonversion again were thrust into the foreground. As a result of the termina- 
tion of European hostilities an upsurge in utility orders is anticipated. 


CHICAGO 


Expectation among electrical equipment 
manufacturers in this area is that conclu- 
sion of the European war will bring a 
prompt upsurge in the volume of utility 
orders, closely Ileling an already ap- 

rent falling off in war contracts for regu- 
ar line equipment. 

One switchgear firm in the area reports 
that an increase in utility bookings has 
been anpsiet for some time and that these 
orders have been spread evenly over the 
country. The expectation is that business 
will continue “good” for the balance of the 
year, with more and more materials and 
equipment being allocated to the utility in- 
dustry by WPB. 

Manufacturers of cable accessories here 
indicate that business is “opening up” after 
a decline in war orders, although produc- 
tion of equipment for the Pacific theatre 
continues. In this manufacturing group, 
too, there are indications of a resurgence 
in utility buying that will probably be 
sustained throughout the year. 

Iowa Public Service Co. has recently an- 
nounced plans for the addition of a 10,000 
kw. turbo-generator unit and boiler at its 
Maynard station in Waterloo. Cost of the 
expansion is estimated at’ upwards of 
$800,000. 

Commonwealth Edison Co. has inquiries 
out and will soon place the contract for 
structural steel framing for the proposed 
107,000 kw. addition at Calumet station 
here. Enlargement of the building, involved 
in the project, will provide space for both 
electrical and steam additions. Cost of the 
project is estimated at $12,000,000 and is 
scheduled for completion in 1946. 


NEW ENGLAND 


Metropolitan District Commission (Bos- 
ton) has extended to May 31 its reception 
of bids for equipment to be used in the 
new Winsor hydroelectric plant. Studies are 
being perfected by Green Mountain Power 
Co., Burlington, Vt., to increase its hydro- 
electric generating capacity and improve its 
distribution facilities. Lifting of the brown- 
out restrictions in this area has been fol- 
lowed by a gradual increase in window and 
display lighting. Waterbury, Conn., has 
voted to increase the street lighting in- 
tensity on a section of East Main Street by 
66%4 percent to cut down the accident 


rd. 

New England Telephone & Telegraph Co. 
has 105,000 service applications to fill de- 
layed by lack of central office equipment, 
wire and cable, shortage of instruments, 
and manpower. Improvement in this situa- 
tion is anticipated as a result of WPB’s 
recent relaxation of telephone instrument 
production restrictions. Inquiries for small 
motors are steady; small switch and control 
business is moving at a good pace. A large 
volume of commercial refrigeration installa- 
tions has-been booked for post-war jobs. 
Restrictions on distribution of electrical ap- 
pliances still prevail, though manufacturers 
in Connecticut are receiving large orders 
for electric folding irons from the Navy. 
The East Springfield plant of Westinghouse 
Electric Corp., now employing 5,600 work- 
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ers, is making plans for the resumption of 
manufacture of refrigerating units for home 
use and freezers although at the present 
the plant is e ed entirely on uction 
of equipment for the forces in the Pacific. 

Bids were submitted by Massachusetts 
manufacturers on radar apnaratus, poten- 
tiometers, resistors, and large amounts of 
wiring devices. Contracts for taxiway and 
night direction lighting for Army airfields 
were awarded. 


PACIFIC COAST 


Western business took V-E Day in its 
stride, with a full realization of its responsi- 
bilities toward an already greatly augmented 
Pacific effort. Stocks are somewhat better, 
except for a few staple items, and volume 
shows no drop. 

Orders include $50,000 of stock sizes of 
distribution transformers for a central Cali- 
fornia utility; $10,000 of refrigeration 
equipment; considerable shipments of spare 

arts for controls and generators for Mare 
Talend: sizable assortments of cable for 
fields and bases; $20,000 of pumping serv- 
ice motors, sizes 1 to 7} hp. and a $54,919 
installation of additional telephone facilities 
at Bremerton Navy Yard. 

New major construction for Government 
covers $2,500,000 for additions to naval 
magazine at Bangor, Wash. Extensions 
totaling $1,605,408 to General Hospital at 
Camp Carson, Colo.; and a $500,000 appro- 
priation for increasing Army air field at 
Salt Lake City. 

Industrial developments cover DFC sup- 
port for a $350,000 air research plant at 
Boeing; additions to Lockheed and Aerojet 
plants; a $300,000 addition with DFC ap- 
proval to Rheems factory at South Gate 
near Los Angeles and Raytheon Manu- 
facturing Co.’s application to FCC to con- 
struct eight western experimental television 
stations of which five are in California. 


NEW YORE 


On the industrial front the long awaited 
V-E Day threw the accent on problems of 
cutbacks and reconversion that had already 
taken on certain significance before the 
great event. The reaction of the stock 
market to the news of unconditional sur- 
render had slight effect upon prices. 

Civil engineering construction volume for 
the continental United States totaled $38,- 
910,000 last week, according to Engineering 
News-Record. This volume was 4 percent 
lower than in the preceding week, and 8 
percent below the total for the correspond- 
ing 1944 week. Public construction topped 
the preceding week by 26 percent and was 
22 percent higher than in the corresponding 
week last year as a result of gains in both 
federal and state and municipal work. 
Private work, on the other hand, was 68 per- 
cent lower than the preceding week and 70 
percent under a year ago. week’s con- 
struction brought 1945 volume to $600,072,- 
000 for the nineteen weeks of the year, a 
decrease of 12 percent from the $679,227,- 
000 reported in the 1944 period. 

As a result of the closing on V-E Day 
and rainy weather retail sales declined ap- 
proximately 5 percent under a year ago. 
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SEC DECISIONS—HEARINGS 





The Securities and Exchange Com- 
mission in a series of orders recently 
issued affecting electric utility compa- 
nies: 


Has approvep Consolidated Electric & 
Gas Corp.’s proposal to sell under competi- 
tive bidding 100,000 shares of no value 
common stock in Mobile (Ala.) Gas Servy- 
ice Corp. Proceeds are to be used to retire 
. rn of Consolidated’s collateral trust 

onds. 


EXTENDED UNTIL July 15, 1945, the time 
in which Associated Electric Co. may con- 
summate the proposed sale of its entire 
interest in Lake Shore Gas Co., the acquisi- 
tion by Associated of certain assets di lake 
Shore and related matters. 


HAs GRANTED application of Federal Light 
& Traction Co. for an additional year, dat- 
ing from March 30, in which to comply 
with the commission’s order of March 30, 
1944, covering disposal by Federal of 
Tucson (Ariz.) Gas, Electric Light & Power 
Co., Stonewall Electric Co. and Tucson 
Rapid Transit Co. Because of pending ap- 
peals “with respect to condemnation of 
Tucson’s properties” and the City of 
Tucson’s desire to purchase the properties, 
Federal reported that “it would be impos- 
sible to find a private purchaser,” the SEC’s 
opinion said. “It is also represented that 
even if an agreement with the city should 
be reached in the near future a considerable 
period of time would elapse before consum- 
mation of the sale by reason of certain 
procedural steps which the city would be 
required to take,” the opinion continued. 


Has approven the acceptance by Georgia 
Power & Light Co., an indirect subsidiary of 
General Gas & Electric Corp., of the high 
bid submitted by Kidder, Peabody & Co. 
for Georgia’s proposed public offering of 
$2,500,000 of first mortgage bonds, matur- 
ing March 1, 1975. 


TERMED REORGANIZATION plan of Asso- 
ciated Gas & Electric Co. and Associated 
Gas & Electric Corp. “fair, equitable and 
feasible,” in a report to stockholders of the 
companies. “In reaching these conclusions,” 
the commission stated, “we kept in mind the 
benefits to be derived by each class of 
participating creditors from a prompt 
termination and settlement of difficult, ex- 
pensive and protracted litigation.” The 
.plan for reorganization of the two public 
utility holding companies was proposed by 
the trustees of the estates of both compa- 
nies. It was approved by the commission 
and by Federal Judge Vincent L. Leibell of 
the Southern District of New York, and the 
Second Circuit Court of Appeals recently 
affirmed the lower court’s decision. In ac- 
cordance with the requirements of the 
Holding Company Act, the SEC’s report to 
participating creditors is being circulated 
among all stockholders alorig with Judge 
Leibell’s ruling, the trustees’ soliciting 
material and letters in which various pro- 
tective committees of the companies urge 
acceptance of the plan. If the approval of 
the necessary two-thirds of the creditors is 
obtained, the plan will be presented to 
Judge Leibell for confirmation on July 27. 
Reorganization of the two companies pre- 
sented, the SEC said, one of the “most com- 


plex situations” ever to come before it. Un- 
der the proposed plan the assets of both the 
AGECO and AGECORP estates will be 
vested in one surviving company, the securi- 
ties of which will be distributed among 
holders of various classes of securities of 
both companies and the general creditors of 
both estates. 


HAs APPROVED joint application filed by 
American Power & Light Co. and Texas 
Electric Service Co., subsidiary, designed to 
reduce and refinance outstanding mortgage 
debt of latter, to restate its capital accounts 
and to eliminate write-ups as well as certain 
other inflationary items now reflected in its 
utility plant account. 


GRANTED REQUEST of Northern States 
Power Co. (Del.) to extend to May 21 the 
period within which company may amend 
its plan of liquidation and dissolution in 
accordance with views expressed in SEC 
decision of April 26. 


APPROVED PROPOSAL of American & 
Foreign Power Co. to extend to July 22 
maturity date on a $3,000,000 three percent 
serial note owed by company to its parent, 
Electric Bond & Share Co. The note ma- 
tured on January 22, 1945. 


Approvep Joint declaration in which 
Maine & New Brunswick Electrical Power 
Co., Ltd., and its parent, Maine Public Serv- 
ice Co., set forth that the subsidiary 
planned to pay $100,000 to parent as partial 
payment on a debt. 


_ Approvep yoint plan of Union Electric 
Co. of Missouri, Mississippi River Power 
Co., Iowa Union Electric Co. and Union 
Electric Co. of Illinois. Approved plan will 
effect the elimination of Mississippi River 
Power Co. and Iowa Union Electric Co. by 
a merger of the former into the Union 
Electric Co. of Missouri, and of Iowa Union 
Electric Co. of Missouri into Union Electric 
Co. of Illinois. All are units in North 
America Co.’s holding company system. In 
approving plans, the commission made it 
subject to certain conditions, among them 
a requirement that the commission’s sepa- 
rate report be sent to stockholders of Mis- 
sissippi River Power Co. and Union Elec- 
tric Co. of Missouri in connection with the 
solicitation of material requesting proxies 
for special stockholders’ meetings called 
to vote upon the mergers and related trans- 
actions. SEC reserved jurisdiction over re- 
tainability of gas operations of the various 
companies in the holding company system 
of Union Electric Co. of Missouri, as pro- 





UTILITY REPORTS 


Net Income 
1945 945 
*American Water Works & 

Electric and subs .......... $4,483,198 $3,761,258 
*Birmingham Electric ........ 1,632,236 1,240,577 
*Columbus & Southern Ohio 

OS “eae eee aa Sate $2,720,319 2,993,428 
*lowa-Iilinois Gas & Electric.. 2,344,474 2,555,366 
*Louisiana Power & Light.... 1,135,055 827,575 
*Pacific Lighting and subs.... 5,705,843 6,896,012 
*Pacific Power & Light........ 454,512 1,161,884 
*Southwestern Public Service. 1,588,095 2,282,787 
*Wisconsin Public Service ... 1,830,392 1,638,955 


*Twelve months ended March 
tPreliminary. 
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vided in its order against North 4, 
Co. and its subsidiaries under Seogran: 
integration provisions of the Holding 
pany Act. 

Application Fijed 


Mitwavukee Evectric Ran way § },, 
port Co. and its ee Wisconsin Phos 
Power Co. has aN applicationdel. 
tion outlining the former’. Propo 
acquire for cancellation 10,000 shares 
capital stock from Wisconsin Electric P 
for $1,000,000 and to redecm at par 
accrued interest $400,000 first 45, dye 
owned by latter company. If trang 
are consummated, Milwaukee Electric 
way & Transport will reduce its 
stock by 10,000 shares and Wisconsin fy, 
tric Power will appropriate proceeds 
fund for retirement of long-term dely, 


Four Copper Products 
Orders Revoked by Wy 


Four orders which restricted 
manufacture, delivery and installaty 
of numerous copper products—\9 
M-9-c-1, M-9-c-2 and M-9-c-4—hy» 
been revoked by WPB. 

Until the “open-ending” of the (y 
trolled Materials Plan July 1, ate 
which copper mills will be able to 
unrated orders which do not config 
with rated military or essential civilia 
orders, only copper from inventors 
may be used to make products he 
fore prohibited by these orders. Orde 
for delivery after July 1 may be plac 
immediately. 

WPB emphasized that the revocati 
do not mean that copper is again a 
able for unlimited civilian use, sine 
refined copper remains tight, and, wil 
ingot, scrap and other copper, will ca 
tinue to be allocated under order MI 
Compliance with vunrevoked om 
governing use of copper in specific 
plications will continue to be requires 


Surplus Property Sales 


Surplus property sales up to Mare 
31 as announced by the Reconstruct 
Finance Corporation included: 

Engines and turbines—total vs 
$269,000; total sales, $113,000; 0 
hand, $1,368,000, cost price. 

Insulated wire and cable—« 
$255,000; sales, $154,000; on ‘amg 
$1,872,000. 

Electrical rotating equipment—® 
$1,442,000; sales, $604,000; on hand 
$3,406,000. 7a 

Primary electric power transmis 
and _ distribution  equipment—°™ 
$320,000; sales, $194,000; on han 
$1,191,000. 

Electrical machinery and appét 
—cost, $1,894,857; sales. $880,154: 
hand, $5.917,832. 


se Non-War Buying; 
Limit Inventories 


axation of WPB rules to permit 
jase of materials for non-war uses 
be carried out as rapidly as pos- 
but hoarding, preemptive buying 
buying ahead of production needs 
not be allowed, Chairman John D, 
i. of WPB’s Committee on Period 
made it clear last week. 
no case, Small emphasized, will 
B relax its basic controls prevent- 
unreasonable accumulations of in- 
ory until supply and demand again 
ols presently restricted materials. 
lointing out that “avoidable unem- 
ment” could result from dispro- 
‘onate 4nventories on the part of a 
producers, Small asserted: 
here must be no tying-up of mate- 
; or holding of more materials than 
‘actually needed during the early 
of Period One, the period between 
ory in Europe and victory over 


/PB will check inventories in much 
same manner as has been done 
Her Controlled Materials Plan audits, 
ch have been made during the last 
r and one-half. 
In those instances where WPB’s 
sent inventory controls might ham- 
reconversion, we are modifying 
m in such a way as to permit acquisi- 
» of reasonable inventories for re- 
nption or expansion of non-military 
duction,” Small said. 


PB Bans AA-3 Rating 
on Refrigerator Parts 


cting to prevent the use of specfied 
rigeration repair parts for other 
n actual repair work, WPB has 
ended Controlled Materials Plan 
gulation 9-A to prohibit the pur- 

ef these parts with the blanket 
A-3 rating assigned repairmen by 
IP 9-A. 

amendment prohibits use of the 
uket AA-3 rating for purchase of 
tigeration condensing units, low side 
its and cabinets or other insulated 
losures. These parts may be 
ined only by extending a cus- 
ler's rating or by using a rating 
signed through application on form 
PB-1319, 


loves to Larger Quarters 


Carpenter Manufacturing Co. has 
oved its offices, showroom and factory 
its own new building, the Master 
ght Building, Boston 45, Mass. The 
ve triples capacity. 


Sales Opportunities 


Itt1no1is—Department of Streets and 
Electricity, City Hall; Chicago, plans exten- 
sions improvements in street-lighting 
system as a -war development. Fund of 

to $5,000,000 is for work, in- 
cluding additional] lines, ting 
modernization of present lighting units and 
other facilities. New underground conduit 
installations in downtown districts are esti- 
mated at $500,000, including distribution 
lines, transformer vaults and operating 
uipment. C. S. Shaffer is superintendent 
el akeculdin, in charge. 


ARKANSAS—War Department, Washing- 
ton, D. C., has authorized expansion in 
arsenal, for loading and sainehes com- 
ponents of mortar shells, including addi- 
tional shops and other buildings with ma- 
chinery and electrical equipment for large 
increased output. Also extensions in power 
substation, distribution lines, service con- 
nections and other operating facilities, A 
new compressor station will be built. Entire 
program will cost about $1,336,000, and 
will be supervised by U. S. District Engi- 
neer Office, Little Rock. 


Lovisiana—Light and Power Depart- 
ment, Welsh, has authorized surveys and 
estimates of cost for proposed extensions 
and improvements in municipal power 
plant, with installation of equipment for 
increased capacity. Project will be carried 
out as a post-war development: Barnard & 
Burk, Triad Bldg., Baton Rouge, are con- 
sulting engineers. 


Detaware—American Viscose  Corp., 
Delaware Trust Bldg.. Wilmington, will 
carry out expansion in branch mills, two in 
Pennsylvania, one in Virginia and one in 
West Virginia, for production of high- 
tenacity rayon yarns for tire cord manu- 
facture for government, including addi- 
tional buildings with machinery and elec- 
trical equipment to provide for gross in- 
crease in output of about 46,000,000 Ib. 
finished material per annum. Program will 
proceed at once. Power plants will be de- 
veloped for increased capacity, with cor- 
responding advance in transformer stations, 
feeder lines and service connections. Entire 
project is estimated to cost approximately 
$6,000,000, of which about $3,600,000 will 
be financed by Defense Plant Corporation. 


Co_orapo—Bureau of Reclamation, Den- 
ver, will receive bids until June 29 for three 
vertical-shaft, centrifugal pumps, each with 
capacity of not less than 200 cu. ft. per sec., 
at pumping head of 185 ft., for installation 
in Granby pumping station, Colorado-Big 
Thompson project (Specifications 1095). 


Texas—City Council, Austin, Walter E. 
Seaholm, acting city manager, is consider- 
ing low-water dam and hydroelectric gen- 
erating station on Colorado River for 
municipal power service, as part of a post- 
war development program for city. Initial 
installation is estimated to cost about 


$750,000. 


Inprana—Bowser, Inc., 1302 East Creigh- 
ton St., Fort Wayne, now in production 
for airplane parts for War Department, 
plans extensions in local plant and branch 
factory in Michigan, including additional 
buildings with machinery and electrical 
equipment for increased capacity. Cost esti- 
mated about $250,000, with financing by 
Defense Plant Corporation. Work will be 
carried out at once. 
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Minnesota—Board of Public Works, 
Alexandria, is considering extensions in 
municipal steam-electric generating plant, 
with installation of additional equipment, 
to be carried out as a post-war project. 
Proposed to engage engineer soon to make 
surveys and estimates of cost. 


Wasuincron—Bonneville Power Admin- 
istration, Portland, Ore., plans extensions 
for increased district power supply, includ- 
ing new transmission, estimated to cost 
$764,000, and new high-tension line to cost 
approximately $200,000. Originating sub- 
station at Spokane will be enlarged at cost 
of about $60,000, including transformers, 
switchgear, etc.; new power substations are 
proposed along line two to cost approxi- 
mately $75,000, each, and the other $55,000. 
Another expansion is planned comprising 
new transmission line to cost about $220,000, 
extensions in present power substation to 
cost $85,000, and a new power substation 
and switching station estimated at $250,000. 
Appropriations are being requested in bud- 
get for forthcoming federal fiscal year, be- 
ginning July 1. 


Wisconsin—Wisconsin Public Service 
Corp., Milwaukee, has placed order with 
Worden-Allen Co., Milwaukee, for 800 tons 
of structural steel for addition to power 
plant and work on superstructure is sched- 
uled to begin soon. Project has a priority 
rating. Cost estimated about $3,000,000. 
Public Utility Engineering & Service Corp., 
231 South LaSalle St., Chicago, IIL, is con- 
sulting engineer. 


Nevapa—Construction Service, Veterans’ 
Administration, Washington, D. C., will re- 
ceive bids until June 26 for new institu- 
tional buildings at Reno, totaling 1,800,000 
cu.ft., including power house, air-condition- 
ing system, refrigerating equipment, elec- 
tric. elevators, conduit lines, service con- 
nections, etc. Included also will be outside 
electric services, including underground and 
overhead lines, lighting system and other 
facilities. 


Wasnincton—Bureau of Yards and 
Docks, Navy Department. Washington, 
D. C., plans extensions and improvements 
in electrical distribution system at naval 
station. Cost estimated about $100,000. 
Also will build addition to transportation 
shop, to cost $120,000. and extension in 
public works shop, estimated at $380,000, 
with mechanical and electrical equipment. 
Appropriations are being arranged in 
hudget for forthcoming federal fiscal year, 
beginning July 1. 


Wisconstn—Water and Light Depart- 
ment, Columbus, has plans under way for 
extensions and improvements in municipal 
power plant. with installation of additional 
equipment for increased capacity. Surveys 
and estimates of cost are being made. It is 
understood that project will be a post-war 
development. Buell & Winter Engineering 
Co., Sioux City, Iowa, is consulting engi- 
neer. 


Lours1anA—Navy Department, Washing- 
ton, D. C., will make extensions in power 
house at large naval hospital, with installa- 
tion of additional equipment for increased 
capacity. Work will be carried out in con- 
nection with an expansion program at in- 
stitution. estimated to cost about $531,000. 
Proposed to carry out program in the near 
future. 
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Fluorescent Unit 





"Grenadier,"’ two-lamp, 40-watt unit: light 
distribution 40 percent upward and 45 r- 
cent downward. F. W. Wakefield Brass be 
Vermillion, Ohio 


Unit is said to have a thin reflector sec- 
tion which affords a single or continuous 
lighting equipment with a minimum of 
bulky appearance. Unit has translucent 
plastic side panels and translucent louvers. 
It is obtainable as a clos¢-mounted ceiling 
unit with 4in. deep canopy or with stem 
and canopy assembly for lower mounting. 
All-steel frame is finished in gray enamel 
and reflecting surfaces in white enamel. 


Pushbutton Switch 





Type “'T’’ oil-tight pushbutton switch. In- 
dustrial Control Division, Square D Co., 
4041 N. Richards St., Milwaukee {2, Wis. 


Pushbutton switch, which is designed for 
group mounting on machinery or control 


‘enclosures, is stated to be oil tight. Switches 


are said to be easily installed on close 
centers without sacrificing accessibility. 
Operating mechanism and contact block 
are separate units which makes it possi- 
ble to obtain combinations to cover a wide 
range of circuit requirements from three 
types of operators and four types of contact 
blocks. 


Capacitors 
Capacitors utilize oil-impregnant. 


Sprague 
Electric Co., North Adams, Mass. 


Vitamin Q is a special oil-impregnant 
developed for capacitors. ‘It is said to op- 
erate satisfactorily on high voltages through 
temperatures ranging from +105 deg. C. to 
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—40 deg. C. Type 25 P capacitors utiliz- 
ing the impregnant are said to operate sat- 
isfactorily at 105 deg. C. Leakage resist- 
ance at room temperature is given as 20,- 
000 ohms. Type 45 P is hermetically sealed 
in a glass shell with metal end caps. 


Solder Flux 





“ASMC" all metal, liquid flux: Farrelloy Co., 
1245 N. 26th St., Philadelphia 21, Pa. 


Liquid solder flux is said to be usable on 
stainless steel, monel metal, cast iron, 
white metal and other commonly used met- 
als. It is stated that flux breaks down the 
surface oxides on aluminum at soldering 
temperature and results in a fused joint 
without the use of solder. 


Fuse 





Noark non-renewable tuse: pao See 6! 


to 600 amp. at both 250 and 600 vol Royal 
— Co., inc., 9% Grand Ave., Pawtucket, 


Non-renewable fuse is said to increase 
the heat distribution and decrease possi- 
bility of internal loose connections by utiliz- 
ing a “grid” link. This link and the blade 
are anchored into the assembly by stud 
riveted through the ferrule and crossbar. 





BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. ; 
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T "K" (normal torque) and Typ. “ 

(high-sterti torque) class |, oun ce 
plosion-proot motor: ratings \/4 hp, ve 
r.p.m. to 20 hp. at 3,600 r.p.m.: Voltages. is 
208, 220/440 and 550; 25, 50 ang UW oe 
frame sizes 204-326. General a6. Ca, 
Schenectady, N. Y. 


Construction of motor is said to be « 
ilar to class 1, group D motors, but a gy: 
flame path is used at shaft Openings 
cool flame of internal explosions. }y 
mostats operate in conjunction with  » 
netic controller to disconnect the mot 
a predetermined temperature, but do 
supplant regular overload relays \ 
is fan coo 


Starters 


Type “COP-6,"" two-contact starter and tr 
"COP-64," four-contact starter. Sylvania 
Electric Products Inc., Salem, Mass. 


Manual reset type starters for use vif 
100-watt fluorescent ps are said to 4 
out deactivated lamps and to climings 
lamp flashing. Pushbutton reset is said 
return normal operation when faulty lam 
are replaced. 


Relay 


Type "9100" reverse current reley: contect 
rated 100 amp. at 30 v.d.c. RBM Mp 
Co., Division of Essex Wire Corp., Loge 


port, Ind. 


Relay which is designed for low voll? 
d.c. application is said to be usable on # 
tionary and mobile equipment. It is! 
ported to have a magnetic latch which » 
vents accidental closing of contacts a 
of vibration. Another model (Type so 
which is without the magnetic latch, is 
available for use where vibration ' 
encountered. 
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New, efficient equipment of ev 
promises tremendous postwar production 
advantages. Don’t let lack of electrical ca- 


pacity bar you from such opportunities. 


Make sure your wiring plans are based 
on future needs, not past experience. Re- 
member, rush teardowns for alterations 
will be costly. Wire ahead! 


Now is the time—while you’re in the 
planning stage—to call in your consulting 


or plant power engineer, electrical con- 


In this working component of a high-powered in- 
duction-heating unit, brief applications of rela- 
foresighted wiring will cost a lot less than tively large amounts of power heat metals from 
within. Heat distribution is quick, uniform. 


amare tease cn mA, te AMEN 


tractor or power salesman. They’ll agree 


the “wait and see” kind. 6253 


io 
NACONDA WIRE & CABLE COMPANY 


INERAL OFFICES: 25 Broadway, New York City 4 Subsidiary of Anaconda Copper Mining Company 
CHICAGO OFFICE: 20 North Wacker Drive 6 * Sales Offices in Principal Cities 
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ed by the shotput, in which energy is 
applied as it is generated , .. not stored 
up in advance, 





3 COCKED by tension on left- 
hand driving spring, the mech- 
anism in above position is about 
to make a tap change. 


i f a 
A aan 4 5 = 
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USED IN ALLIS-CHALME 





4 RELEASED, the crank arm 
operates tap-changer switch and 


is snubbe 
without shock to mechanism. 


The “Quick-Break” Principle 


— IT'S TYPICAL OF THE ADVANCED PRINCIPLES 
5/8% STEP REGULATORS 





1 SLOW-BREAK action is demonstrat- 2 QUICK-BREAK action, as illustrated by the hammer-throw, is the result ¢ 
energy for sudden release. Application of the quick-brea pri 
ciple to the Allis-Chalmers tap-changing mechanism results in longer contact lit 
since arcing time is shortened ... 


building up 


to stop by springs 


6 OTHER PRINCIPLES: 
» All moving parts on Allis-Chal- 
mers 54% Step Regulators are 
oil-immersed . . . remain dust- 
free and need no lubrication. 
> Feather-touch control, coupled 
with voltage integration, fits reg- 
ulator to handle wide variation 
in load conditions, 
>Unit construction, with trans- 
former and tap-changing mech- 
anism suspended from cover, 
eliminates 78 bolted connections. 
Write for Bulletin B6056A, 
ALLIS-CHALMERS MFG. CO., 
MILWAUKEE 1, WISCONSIN 


A 1794 


5 MOVING CONTACT is still in good operating 
condition after equivalent of 50 years in normal ser 
ice. Fast contact separation and large contact size bil 
contribute to long life. 



























ring and pitting avoided, 
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